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19 November 1956 


Dear George: 


Enclosed are two proposals covering the study and design phase 
and the production phase of the System 1 recorder modification. As 
you will recall, this is the work undertaken to provide sharp cut-off 
in the event of power failure and the correction of poor performance 
at very low temperature operation. The study led to the inclusion of 
a magnetic solenoid actuator for the jam-~-roller and to the develop- 
ment of an electrically heated cover. 25X1A 


The estimated cost of the study and design phase is ae 25X1A 
and the fee, computed tt TT The total cost, in- 


cluding fee, is 25X1A 


25X1A The estimated cost for the production of the heater covers and 
retrofit of the recorder units is 2 the fee, computed 
25X1A at a is HNN She total cost, including fee, is a 25X1A 
25X1A Sincerely, 
25X1A 
25X1A 


Enclosures: 

Copies 1-3 of 4 of the 
following documents: 

CMCC 1131X5. 32” L 
CMCC 1132X5. 28° e 
CMCC 1131X5,57" — 
CMGC 1134X5. 8 Be tee 
CMCC 1132X5.56 ” aa 
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